
SUPPLEMENTAL 

QUALITY AND PATIENT SAFETY COMMITTEE AGENDA 

Date Issued: September 18, 2015 at 10:00 A.M. 


The following will be considered by the Quality and Patient Safety Committee of the Board of Directors of 
the Cook County Health and Hospitals System (CCHHS) at their meeting on Tuesday, September 22, 2015 at 
the hour of 10:30 A.M. at 1900 W. Polk Street, in the Second Floor Conference Room, Chicago, Illinois. 

Time/Presenter 

(times are approximate) 

IV. Action Items 

D. Approval of clinical contract review 11:45-11:50/ Dr. K. Das 


Committee Members: 

Chairman: Gugenheim 

Members: Board Chairman Hammock (Ex-Officio) and Directors Lerner and Marsh 

Patrick T. Driscoll, Jr. and Patricia Merryweather (Non-Director Members) 




